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NOTIFICATIONS BY GOVERNMENT 
WATER RESOURCES DEPARTMENT 

(SER . II) 


RETIREMENTS OF CERTAIN ENGINEER - IN - CHIEF, CHIEF ENGINEERS, 

SUPERINTENDING ENGINEERS AND EXECUTIVE ENGINEERS DURING 
THE CALENDAR YEAR 2019 . 


[G . O . Rt. No. 144, Water Resources (Ser.Il) , 20th February, 2019.] 


NOTIFICATION 


The officers working in Water Resources Department whose names are indicated 
in the Annexure to this order will retire from service on attaining the age of superannuation 
on the dates noted against their names during the Calendar Year 2019 . Their retirement 
from service will be without prejudice to the disciplinary cases / enquiries if any, pending 
against them and also subject to the condition that such disciplinary proceedings shall 
continue against them under Article 351- A of A . P . Pension Codel Rule 9 ( 2 ) of 
A . P. Revised Pension Rules, 1980 even after their retirement. 


[ 1 ] 


ANDHRA PRADESH GAZETTE , February 22 , 2019 


ANNEXURE 


STATEMENT SHOWING THE ENGINEERS WHO ARE GOING TO BE RETIRED ON 

SUPERANNUATION DURING THE CALENDAR YEAR 2019 


Name S /Sri 


Designation 


PRESENT PLACE OF 
WORKING 


Date of Birth 


NO 


Date of 
Retirement 


M . Venkateswara Rao 


30 - 12 -1959 


31. 12 . 2019 


Engineer- in 
Chief 


| P . G . V . V . Kumar 


Chief Engineer 


03- 04 -1959 


30 . 04 .2019 


Engineer- in - Chief , 
Polavaram Irrigation 
Project , 
Dowlaiswaram 
Chief Engineer , 
Godavari Delta 
System , 
Dowlaiswaram 
Superintending 
Engineer , Dam 
Maintenance Circle , 
Srisailam Dam , East . 
Superintending 
Engineer , Irrigation 
Circle , Visakhapatnam 


3 


V . Veera Raju 


13 . 10 . 1959 


31. 10 . 2019 


Superintending 
Engineer 


P . Seshibushana Rao , 


21. 06 . 1959 


30 .06 . 2019 


| Superintending 
Engineer 


5 


G . Raghava Reddy, 


15 .05 . 1959 


31.05 . 2019 


Superintending 
Engineer 


Superintending 
Engineer Irrigation 
Circle , Chittoor. 


6 


P . Nagul Meera Seheb 


04 . 10 . 1959 


31. 10 . 2019 


Superintending 
Engineer 


Superintending 
Engineer , Somasisla 
Project Circle , 
Nellore 
Superintending 
Engineer , SSLC & SB 
Circle , Nellore 


7 


M .Venkateswaralu 


11 . 08 . 1959 


31. 08 . 2019 


Superintending 
Engineer 


8 


07 -02 - 1959 


28 .02 . 2019 


D . S.Ramakrishna 
Reddy 


Executive 
Engineer 


9 


06 -03 -1959 


31. 03 . 2019 


S.Ravindranath 
Guptha 


Executive 
Engineer 


10 | K .Neela Kantesawara 


27 -05 - 1959 


31.05 . 2019 


Executive 
Engineer 


Deputy 
Superintending 
Engineer , BRRVP 
Circle , Srikakulam 
Executive Engineer, 
S. P . Division .No . 2 , 
Nellore of Somasila 
Project Circle , Nellore 
Executive Engineer , 
PIPHW 
Division .No . VII , 
Nellipaka of PIPHW 
Circle , Polavaram 
Executive Engineer , 
NSRC O & M Division , 
Chimakurthy of 
Irrigation Circle , 
Ongole . 


Executive 
Engineer 


01-06 -1959 


| 11 | G . Raja Bhushanam 

Issac 


31.05 .2019 
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Name S / Sri 


Designation 


PRESENT PLACE OF 
WORKING 


Date of Birth 


Date of 
Retirement 


No 


12 


M . Chidambara 
Moorthy 


Executive 
Engineer 


13 


P . Venkatasubba Reddy | Executive 

Engineer 


| 14 


A . Jagan Mohana Rao | Executive 

Engineer 


15 


K .Krishna Kumar 


Executive 
Engineer 


Executive Engineer | 10 - 06 -1959 | 30 .06 .2019 
0 / o the Chief 
Technical Examiner , 
A . P .Secretariat, 
Velagapudi 
Executive Engineer, 12 - 06 - 1959 30 . 06 . 2019 
SRBC Division .No .1, 
Banaganapalli of 
SRBC Circle -2 , 
Nandyal. 
Executive Engineer | 01.08 - 1959 31.07 . 2019 
O /o the Engineer- in 
Chief (Irrigation ) 
Water Resources 
Department, 
P .W .Ground , 
Vijayawada 
Executive Engineer, 15 - 08 -1959 31.08. 2019 
SSLC & SB 
Division .No.2 , 
Nellore of SSLC & SB 
Circle , Nellore 
Executive Engineer , 01-10 - 1959 | 30 . 09 .2019 
PIPHW Division .No .1, 
Polavaram of PIPHW 
Circle , Polavaram 
Executive Engineer -ll, 05 - 10 -1959 31.10 .2019 
Vijayawada O / o the 
Superintending 
Engineer , P & M Cell , 
Vijayawada . 
Deputy 

15 . 11 . 1959 30 . 11. 2019 
Superintending 
Engineer, Irrigation 
Circle , Visakhapatnam 


16 


M .N . Sudhakar 


Executive 
Engineer 


| 17 


M .Satyanarayana 


Executive 
Engineer 


18 | M .Maheswara Reddy 


Executive 
Engineer 


SHASHIBHUSHAN KUMAR , 

Secretary to Government. 
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